Approved For Release 2009/03/13 : CIA-RDP89-00244R000500780004-3 

btUKtl 


- Significance 


0 SITE Plan vs. BUILDING Plan 


0 Fixes locations and construction constraints 


0 Satisfies environmental concerns 


0 Satisfies regulatory requirement for Federal construction 
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ASTER Plan - Caveats 


0 Road improvements 
0 Landscaping 
0 Sewer upgrade 
0 Archeological survey 
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CONFIDENTIAL 


Building Program - Assumptions 2 

0 Deputies and immediate staffs remain in Headquarters 
0 NPICy ICS DO NOT MOVE 

0 FBIS READING ROOM^ OP/WARO^ AND LOCAL FIELD OFFICES REMAIN 
OFF-CAMPUS 


CONFIDENTIAL 
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R„E__Q_U J_R_ E .M _E. N T,S DATABASE - INPUT 

0 OP POSITION REGISTER 
0 FPMR SPACE ALLOCATION TABLES 
0 Component surveys 
0 Total Headquarters requirement 
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CURRENT SPACE PLANNING 

A. Net Useable Space Available: 

Headquarters = 1,000,000 sq ft 

New Building = 850,000 sq ft 

1.850.000 sq ft 

B, Net Useable Space Required: 

Headquarters = 800,000 sq ft 

New Building = 900,000 sq ft 

1.700.000 sq ft 

GROWTH SPACE 150,000 sq ft 
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